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HIGHLANDER MOTEL N ' 

U.S. Highways 66 & 89 — Telephone 635-2541 
Williams, Arizona 
Elevation 6750 

Ceramic Tiled Baths . . . Wall-to-Wall Carpeting 
. . . Electric and Vented Wall Heat, Individually 
Controlled ... TV ... 12 Units . . . Air Condi¬ 
tioned by Refrigeration. 

Gateway To Grand Canyon 
Marshall and Ruth Ann Duncan, Owners 
Vera Nordyke, Mgr. 
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